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Message Text 

UNCLASSIFIED 

PAGE 01 BANGKO 18564 300553Z 
ACTION EA- 12 

INFO OCT-01 EB-08 ISO-OO /021 W 

100701 010656Z/10 

R 300302Z JUN 78 
FM AMEMBASSY BANGKOK 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 6979 
AMEMBASSY SINGAPORE 
AMEMBASSY MANILA 
AMCONSUL HONG KONG 

UNCLAS BANGKOK 18564 

E.O. 11652: N/A 
TAGS: BTIO, TH 

SUB J : FOREIGN GOVERNMENT TENDER 

1. 549/01/T0097 

2. 06/28/78 

3. M. WARD 

4. 549 THAILAND 

5. Q 

6A. SUBMIT BID TO - 
6B. — 

6C. METROPOLITAN ELECTRICITY AUTHORITY (MEA), 121 CHAKPETCTHSTREET, 

BANGKOK 2, THAILAND 

7. ADB-MEA-207/REPEAT 

8. 10/20/78 AT 10.00 A.M. 

9.201 

10. 3823000-1000. DESIGN, FURNISH, INSTALL, TEST AND GUARANTEE 
A SUPERVISORY CONTROL AND DATA ACQUISITION (SCAD A) SYSTEM TO CONTROL 
AND MONITOR THE MEA'S DISTRIBUTION SYSTEM. THE ELECTRICITY DISTRI- 
BUTION NETWORK WILL BE CONTROLLED BY MEANS OF SCADA SYSTEM FROM A 
DESPATCH CENTER LOCATED IN THE CHIDLOM TERMINAL STATION BUILDING. 

THE MASTER STATION EQUIPMENT (MSE) FOR THE REQUIRED SCADA SYSTEM 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BANGKO 18564 300553Z 

WILL BE LOCATED AT THE DESPATCH CENTER. OUTSTATION TERMINAL 
UNITS (OTU) WILL BE INSTALLED IN THE BUILDINGS AT VARIOUS SUB- 
STATIONS, INITIAL REQUIREMENTS ARE FOR CONTROL AND MONITORING OF 
FORTY-SEVEN SUBSTATIONS. AT A LATER DATE, ADDITIONAL EQUIPMENT 
WILL BE REQUIRED TO EXPAND THE SYSTEM TO SERVE A TOTAL OF EIGHTY 
SUBSTATIONS. THE SYSTEM INCLUDES PROVISION OF THE FOLLOWING MAJOR 
ITEMS: DUAL COMPUTER SYSTEM; TWO FIXED HEAD DRIVE BULK STORAGE 
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UNITS; TWO MAGNETIC TAPE HANDLERS; TWO ASR TERMINALS; ONE CARD 
READER UNIT; ONE CARD PUNCH UNIT; TWO DESPATCHER'S CONSOLES 
EQUIPPED WITH TWO VIDEO CONTROLLERS, TWO CRT MONITORS AND ONE 
OPERATOR S CONTROL PANEL; ONE VIDEO COPIER; I/O HARDWARE AND 
CONTROLLERS; DATA MODEMS TOGETHER WITH LINE EQUALIZATION COMBINER/ 
SPLITTERS; TWO LOGGING PRINTERS; ONE MOSAIC DIAGRAM; UNINTERRUPTIBLE 
POWER SUPPLY SYSTEM; FORTY-SEVEN OUTSTATION TERMINAL UNITS; 
OPERATING SYSTEM SOFTWARE; APPLICATION SOFTWARE; INSTALLATION 
MATERIALS, TOOLS AND OTHER EQUIPMENT NECESSARY TO COMPLETE THE 
INSTALLATION AND TO COMMISSION THE SYSTEM FULLY; SPARE PARTS, 
MODULES CARDS OR UNITS, AND SPECIAL TOOLS THAT MAY BE REQUIRED 
TO FACILITATE MAINTENANCE OF THE INSTALLED EQUIPMENT; TEST EQUIPMENT; 
FACTORY AND SITE TRAINING OF THE MEA'S PERSONNEL IN MAINTENANCE 
PROCEDURES; INSTRUCTION MANUALS, PROGRAMMING DOCUMENTATION AND 
DRAWINGS. 

1 1 . THIS PROJECT IS FINANCED BY A LOAN FROM THE ASIAN DEVELOPMENT 
BANK (ADB). TENDER DOCUMENTS ARE FOR SALE AT $35 PER SET FROM 
ADDRESS MENTIONED IN 6C ABOVE. ONE COMPLIMENTARY COPY (NOT FOR 
TENDERING) WILL BE AIR POUCHED TO COMMERCE ON 07/06/78. 

O'DONOHUE 


UNCLASSIFIED 


NNN 
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